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MiniStarl 


Intelligent Lighting for the 21st Century 

MiniStarl Model TLG-4 

LED Replacement for Mini Mag lite® 

"The Smartest Light Bulb in the World" 

• Unbreakable, 1 00 Thousand Hour Life 

• Extends Battery Life 4 times Standard Bulb 

• Pure White Light- Never Yellows 

• Just As Bright As The Standard Bulb 

• Constant Brightness Regardless of Battery Condition 

• Built-in Electronic Regulation 

• One Year Warrantee 

• Made in USA 

TirraLUX is not affiliated with Mag Instrument, Inc., which owns the Maglite® and Mini Maglte 
trademarks and the trademark shape, style and overall appearance of the Mini Maglite® 
flashlight. Mag Instrument's trademarks are here used only to identify the flashlight with which 
TerraLUX intends tts upgrade to work- The TerraLlTX Light Engine is not made, endorsed or 
ioonsored by Mag Instalments, Inc. 
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Specifications 89705800 014 

Light Output (Luminous Flux): Approx. IE Lumens 
Battery Life: >IO hours with 2AA Alkaline Cells 
Voltage Range: I.O V to 3.5 Volts Max. 
Power Consumption: 0.5 Watts (typical) 
Caution! 

* Do not use in appliances that contain more than 2 
alkaline cells in series 

• If the bulb does not light, it is in backwards. Remove 
it, rotate a half-circle and re-insert the LED. 

The MiniSTARS is not waterproof. Do not get it wet! 
For use in sealed flashlights. 


